OVERHANG

Required Physical Capabilities:

None
Rationale:

Overhangs protect unit entries from wet weather and
direct sun, are less expensive than traditional roofing or
porches, and provide a pleasant aesthetic touch.

Analysis:

Since exposure to cold or wet weather can lead to
serious health problems for quadriplegics, the overhang
which covers the entire sidewalk is extremely useful to the
residents.

Recommendations:

- Protection from bad weather is desirable for quadri-
plegics when going from unit to van or from one unit
to another.

- 32 -unge should be appropriately
